CHARLESTON,   S.  C. 


ST.  MATTHEW'S  LUTHERAN 
CHURCH 

Completed  in  1872.    The  clock  and 
chimes  were  installed  in  1901.  Exten- 
sively improved  in  1925.    The  spire  is 
297  feet  high.    One  of  the  finest  Luth 
eran  churches  in  the  South.  T 
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